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OSCILLOGRAPH TUBE 

ELECTROSTATIC FOCUS _ ELECTROSTATIC 

The 1EP11 is the same as the 1EP1 except for the following 
items: 

General: 

Phosphor (For Curves, see front of this Section). Pll 


FI uorescence. Blue 

Phosphorescence.Blue 

Persistence.Short 


In general, operation of the 1EP11 at an ultor volt¬ 
age less than 750 volts is not recommended. 
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AVERAGE CHARACTERISTICS 
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